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Yale and Towne offers architects and builders a c-«npf«i» election «•/ hk'.iesi quality locksets and 
finishing hardware to meet every commerciai. i. ,, , . v * :: ; e , uial nee d. Outstanding 

in beauty, styling, functional efficiency and tit;.- o.-iiii,■ , , ; hardware reflect both good 

judgement and fine taste, wherever specific, f • ih* principal locksets and hard¬ 
ware to meet most requirements. Comprehewnvr. ca arc ai*i:«bfo on request, listing these and 

other items in the complete line offered In f • > » .;- K > : \n hardwarc. 
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Yale 5400 Series Cylindrical Locksets feature a wide selection of 
outstanding traditional and contemporary designs, “function-fitted” 
models for every locking need and the exclusive Yale pin-tumbler 
action with all single and master-keying conveniences. When you 
specify Yale, you are assured the finest in beauty, quality, operating 
convenience and lasting security. 


*Duty, (fylincOiiozl 

Designed for a lifetime of smooth, positive operation under the 
most severe conditions. Heavy-duty brass and dichromated steel con¬ 
struction throughout. Twelve designs; roses and accessory trim to 
please the most discriminating tastes. Brass, bronze, aluminum, 
(Litchfield and Greenfield designs also in stainless steel), all in¬ 
terchangeable; 24 functions. Standard 2%" backset or 5", 7", 18" 
extensions. Standard 1*4" lip strike. Simple two-hole installation. 
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FINISHES: 

AZ10 (Bright Brass - US3) f BZ10 (Bright Bronze - US9), 

BY22 (Dull Bronze - US10), DZ10 (Bright Chrome - US26), 

DY10 (Dull Chrome - US26D), LY43 (Anodized dull Satin Aluminum - US28), 
SS22 (Stainless Steel) 

TO SPECIFY: 

Prefix design symbol to lock series number. Example: LF5401 is Litchfield 
knob and rose, 5400 series lockset for passage latch. Complete detailed 
data on all Yale cylindrical locksets on request. 


VARIETY OF DESIGNS 





LITCHFIELD (LF) 

Laminated; knob 214", 
rose 2%" dia. 


LITCHWOOD (LW) 

Laminated; knob 214", 
rose 314" square. 


GREENFIELD (GF) 

Cast; knob 214", 
rose 2%" dia. 




GREENWOOD (GW) 

Cast; knob 214", 
rose 314" square. 


BEDFORD (BE) 

Cast; knob 3", 
rose 2%$" dia. 



CLASSIC (CL) 

Cast; knob 214" 
rose 2%" dia. 



BRANDYWINE (BR) 

Laminated; knob 214", 
rose 2%" dia. 



BEVERLY (BL) 

Laminated; knob 
214", rose 4V4" dia. 



ESSEX (ES) 

Cast; knob 214", 
rose 2%" dia. 



OLIVER (0L) 

Cast; knob 
214", rose 4" dia. 



MEDFORD (ME) 

Laminated; knob 
214", rose 2%" dia. 



MEDWOOD (MW) 

Laminated; knob 
214", rose 3>A" square. 


































St*uutevid ’Duty, @yli*tcOUc*U 



Specifically designed for better residences, stores, etc., Yale 5300 
series locksets are engineered for smooth operation, plus durability. 
Brass and heavy-gauge, cold-rolled steel construction. Nine designs. 


24 decorative trims and handles available. 21 functions. Standard 
backset, 5", 7", 10", 18" extensions. Standard 1%" lip strike. 
Simple two-hole installation. 


VARIETY OF DESIGNS 



LITCHFIELD (LF) 

Wrought 2" knob, 
rose 2% t " dio. 



LITCHWOOD (LW) 

Wrought 2" knob, 
rose 2%" square. 



NASSAU (NA) 

Cast 2" knob, 
rose 2%{," dia. 



CLASSIC (CL) 

Cast 2" knob, 
rose 2/iV' die. 



MEDFORD (ME) 

Wrought 2 ,/ « ,y knob, 
rose 2%( > " dia. 



MEDWOOD (MW) 

Wrought 2Ve" knob, 
rose 2^6" square. 



BRANDYWINE (BR) 

Wrought 2/^6" knob, 
rose 2%" dia. 



BEVERLY (BL) 

Laminated 2Vi" knob, 
rose AW 1 dia. 
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MORTISE LOCKSETS 


‘S'uutje, (tyuMie, 
Sfat*tle46 Steel 


New 9100 and 9500 Series Mortise Locks feature: 

1. Complete reversibility 

2. Adjustable front 

3. Adjustable cylinder 

9100 Series conforms to Fed. Spec., series 85. 
9500 Series conforms to Fed. Spec., series 86. 

9500 Series have “Arguto” wood inserts in the latch 
bolts, permanently impregnated for lifetime lu¬ 
brication. 

28 Standard Mortise Lock Trims 

16 BRAND NEW TRIMS — 

which match existing cylindrical lock trims;permit 
complete design compatibility with functional va¬ 
riety. 




MORTISE LOCKSET FUNCTIONS 


APPLICATION 


Classroom Deadlock . 

Emergency Lock . 

Office Lock . 

Office Lock (Rabbeted Front) . 

Emergency Lock . 

Passage Latch . 

Public Bathroom Lock . 

Public Bathroom Lock (Rabbeted Front) 


Storeroom Lock (Rabbeted Front) 
Storeroom Lock (Double Cylinder) 
Storeroom Lock (Rabbeted Front) 


Front Door Lock (Rabbeted Front) 


Hotel Lock 


Passage Latch x 3 /i" Throw Bolt .. 

Public Bathroom Lock x %" Throw Bolt 

Office Door Lock x %" Throw Bolt . 

Communicating Lock . 

Communicating Lock . 
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COMPACT CLOSERS 
92, 93, 94, 95 

Combines modern appearance with 
high efficiency and excellent door 
control. Rotary piston hydraulic 
checking. Separate adjustment of 
both general and latching speeds. 
Self-lubricating arm bearings. Re¬ 
versible. With or without Hold- 
Open, also in Hospital, Parallel Arm. 
Fusible Link, and Railroad types. 
State application and hand. 



HANDS OF DOORS AND CLOSERS 



LH Door and Closer in 
REGULAR APPLICATION 
Closer same hand as door. 


LH Door, RH Closer in 
BRACKET APPLICATION 
Closer opposite hand of door. 


LH Door, LH Closer 
PARALLEL ARM 
APPLICATION 
Closer same hand as door. 




STANDARD CLOSERS 
71, 72, 73, 74, 75. 76A, 76B 
Rugged, efficient Standard Type for 
easy installation and maintenance 
economy. Hydraulic checking with 
separate adjustment of both general 
and latching speeds. Universal type, 
non-handed, except Nos. 76A and 
76B. With or without Hold-Open, 
ai-o in Fusible Link, Parallel Arm 
and Coupon Booth types. State ap- 
piicruion and hand. 

CONCEALED CLOSERS 
32, 63, 64C, 64D 

'•i*:\' -jani'M)i concealed in door, rack 
;u;d pinion construction with con¬ 
tinuous liquid-controlled closing ac¬ 
tion. Separate adjustment of both 
general and latching speeds. With 
or without Hold-Open. Soffit or sur¬ 
face jamb plate installation. State 
application and hand. For interior 
doors only. 

RACK AND PINION CLOSERS 
83, 84 

Surface applied closer requiring min¬ 
imum headroom. Completely rever¬ 
sible. Full rack and pinion mechan¬ 
ism, two speed closing adjustment. 
Back check feature standard. Meets 
Federal Specifications FF-H-121c, 
Types 3001. 3004 & 3009. With or 
without Hold-Open feature at either 
90° or full 180°. Also available in 
Fusible Link, Hold-Open. Applied to 
door, brackets or top jamb. 


CABINET LOCKS 





No. 5521 

CHEST OR DESK LOCK 

Half mortise for %" or %" wood or 
metal. All brass. 3" x 2^4" x l %i 
Four pin tumblers. Key locked dou¬ 
ble link. Two No. 10M> keys. 

No. 511 & 51 IS 

WARDROBE OR LOCKER LOCK 

Surface application for %" or l l /6" 
wood or metal doors, either hand. 
All brass. P/ 2 " x 2" x u Ai". Four 
pin tumblers. Two No. 9V> keys for 
V door, two No. 8 keys for 1V6" 
door. Key locked dead bolt. No. 
51 IS, spring bolt, not reversible. 

No. L3368 & L3378 
COMBINATION LOCKER LOCK 

Surface application for metal doors 
to Yi 6 ". Die-cast black and white 
dial, steel case, brass bolt. Projects 
I Y, 6 " outside, inside. 1^4" 

x 2 7 A". 3 number combination dial. 
Dead bolt. No. L3378 with two No. 
9291 control keys. 

No. L3369 & L3379 
COMBINATION LOCKER LOCK 

For compartment or box lockers; 
doors to fa" thick. Spring-bolt type 
locks; lock automatically on closing 
of door. 3 number combination dial; 
No. L3379 with two No. 9291 control 
keys. 




No. 529 

SHOW CASE LOCK 

Surface application for overlapping 
wood sliding doors. 1V6" or 1%" 
nose. All brass. 2}4" x 1V6" plate. 
Five pin tumblers. Dead bolt. Two 
No. 8 keys. 




No. 5591 & 5591S 
DRAWER AND CUPBOARD 
3-WAY LOCK 

Half mortise for 1V6", 1%" 

wood or metal doors, drawers, cup¬ 
boards of either hand. Cylinder ro¬ 
tates to any of 3 positions. All brass. 
IW' x 2 l Ai " x Four pin 

tumblers. No. 5591, key locked dead 
bolt. Two No. 10y 2 keys. No. 
5591S, spring bolt. 
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INSIDE ONLY 

MODEL Nos. 10A, 10R and 10RD 

UmmaV 

For doors of either hand, in rim application. Oper¬ 
ated from inside at all times by crossbar. Push-pull 
operation provided by dogging feature (both cases). 

r3—b 




No. S505 DOGGm-K 


___ 

MODEL 10A* 

LATERAL LATCHING, 

HINGED TYPE BOLT, %" THROW. 

" " “ For single doors or double doors with mul- 

lion or special strikes. 

Types 

10A — Exit only. 

10AC — Cylinder outside or cylinder and 

thumb piece. 

10AK — Key-in-Knob trim. 

10AP — Lever pull outside, with cylinder. 
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—o No. S505 DOGGING KEY 



MODELS 10R and 10RD* ‘ 

VERTICAL BOLT LATCHING. 

No. 10R - HINGED LATCH BOLT 
TOP AND BOTTOM. 

No. 10RD - HINGED LATCH BOLT AT TOP, 
DEAD BOLT AT BOTTOM. 

Latch door at top and bottom, providing 
maximum security. Bolts operate inde¬ 
pendently. 

For use on single or pairs of doors without 
mullion. May be used with any outside trim. 

Automatic trigger keeps bolts retracted 
when door is open. Releases automatically 
when door is closed. 

Rim sill strike furnished for use when Yale 
threshold is not to be used as bottom latch 
strike. 



OUTSIDE 



No. PM500 AND 
No. PM500R MODERN 
ESCUTCHEON WITH 
STRAIGHT GRIP 

SIZE - 13 Vi" x 1%" 
PROJECTION - 2W 
FINISH - BY22, DJ, 
DY10 and 
LY43 



No. PV500L AND 
No. PV500LR MODERN 
FORM GRIP WITH 
LONG THUMB PIECE 

SIZE- 11%" x 1%" 
PROJECTION — 2%" 
FINISH - BY22, DY10 
and LY43 


TRIM 



No. PM800 AND 
No. PM800R MODERN 
SECTIONAL TRIM 



SIZE - 12%" x 1%" 
PROJECTION — 2W' 
FINISH - BY22, DJ, 
DY10 and 
LY43 

PM810 and PM810R 
same as above but 
with offset grip. 



No. PM510 AND 
No. PM510- MODERN 
ESCUTCHEON WITH 
OFFSET GR 

SIZE - 13V/' X 1%" 
PROJECTION - 2 W' 
FINISH — BY22, DYIO 
and LY43 





No. P0500 AND 
No. P0500R GOTHIC 
ESCUTCHEON WITH 
GRIP AND THUMB PIECE 

SIZE - 12%" x 3" 
PROJECTION - 2%" 
FINISH - BY22 



No. P0601 AND 
No. P0601R GOTHIC 
ESCUTCHEON WITH 
LEVER PULL 

SIZE - 12%" x 3" 
PROJECTION — 2%" 
FINISH — BY22 


bAOf.-Aj 



No. PC810 AND 
No. PC810R COLONIAL 
SECTIONAL HANDLE 
WITH GRIP 

SIZE - 11%" X 1%" 
PROJECTION - 7V‘i“ 
FINISH - AZ10 



No. PC500 AND 
No. PC500R COLONIAL 
ESCUTCHEON 
WITH GRIP 

SIZE - 12%" x 1%" 
PROJECTION - 2%" 
FINISH - AZ10 




No. PW601 AND 
No. PW601R MODERN 
ESCUTCHEON WITH 
LEVER PULL 

SIZE - 8'/ b " x 1%" 
PROJECTION - 2'A " 
FINISH - BY22, DYIO 
and LY43 



Any 5400 Series knob 
and rose may be used. 
PROJECTION — 2%" maximum. 
FINISH — BY22, DJ on LF design 
only, DYIO, or LY43 
where available in 5400 
Series. 


NOTE: Above trims are universal and will accommodate door thicknesses 
ranging from 1%" to 2Nos. PM500, PM510, PM800, PC500 and 
PC810 can be furnished without cylinder and without thumb piece. 


All types can be supplied “knocked down” 
for stock. To order, suffix “KD” to list 
number. Suitable for doors of either hand, 
42" x 7' x 1%" to 2%" thick. Easy to as¬ 
semble and apply. Supplied in polished 
brass, dull bronze, dull chrome or dead 
black. 


YALE & TOWN E 


The Yale & Towne Manufacturing Company 
Yale Lock and Hardware Division 
White Plains, New York 
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